Historical Photographs of WKNC 
Large Photos 


L41 

This is Studio B in our Previous location--third floor of the 1911 Building. 
The microphone is still our best--an RCA 77-DX. Mike stand, tone arms, clock, 
mike light, and lectern are still with us. The turntables have been sold, but 
the present owner is unknown. The double-pane window looks out on the hall. 
The main control room is directly across the hall. Entrance to Studio B is 
from the lounge, where the photographer is standing. 


I2 

This one was taken prior to January, 1961. It shows a control board built 
by two WVWWP engineers during the summer of 1952. The turntable is the same one 
seen in Ll, which is apparently a more recent picture. The tone arms appears to 
be one of the ones that were used as "78" arms on the Gates Turntables in the 
present Studio C. The board is now being stripped for parts. 


BB 
Our two seven-foot racks as installed in the control room in the 1911 Bldg. 
Under Recorder 1 (left rack) can be seen the individual transmitter meters and 

control buttons. Below this are: a panel containing the spare amp volume 
control and a monitor amp input switch; the distribution patch panel; and the 
FM tuner. In the right rack are the rest of the patch panels, the attenuator 
controls, and an unidentified panel with two lights and a switch. 


(See L2) A later shot of Main Control. The Gates Turntables have replaced 
those shown in L1. The position of the tone arms on these turntables has 
since been interchanged. The Shure microphone is still in use. 


16 


The WKNC lounge isn the 1911 Building. The Agromeck palces this picture 
between May, 1960 and June, 1962, when we moved to our present quarters in the 
basement of the King Religious Center. Staff Member is believed to be 
Bob Gorman. 


Lo 
A portion of the Record Library in the 1911 Bldg. Records on the bottom 
shelf are 78's. 45's are stordd in a floor-to-ceiling rack to the left of 


this picture. 


&#L7 

Studio A in the 1911 Bldg. This Studio was used for newcasts and interviews. 
It was located directly in front of an engineer sitting in Master Control. 
Entrance is from the hall. The curtainéd windows look out on the back of Ricks 
Hall. This was a favorite spot for carrying out a Station tradition--that a 
new Station Manager must drop a Coke bottle (there was a maghine in the louhge 
across the hall) on a concrete pad below. These pads were located at the base 
of the 1911 fire escapes. (Note--We didn't beat DOOK until 1963). 


18 
The interior of the home-brew board described in L2. 


19 
Tom Fatkin (seated) and an unidentified staff member with &he Gates Dynamote 
board. fFatkin is seated on the stage at the south end of the Erdahl-Cloyd Union. 


Historical Photogrphs of WKNC 
Large Photos (cont'd) 


110 
This is a view of the insides of the board shown in IQ. 


All that is known about this picture is that it was taken in the old skidins 
studios in the 1911 Building. The person is Charles Broyles. No date is now 
known, All the garbage on the desk is still in use, including the pencil 
sharpener on the wall. Judging by the transcription disks C. B. has in his 
hands (these are still on file), a good guess would pbace this photo in the 
early 1950's. 


L12 
Absolutely no idea how old this picture is, but we still have the RCA mike 
in the right on the stand. Very early 40's? (Get the lapels on the coat!) 
113 
Edward Needham and Sidney Disher (standing and seated, respectively) at the 
controlg of some of 'KNC's test equipment (we still have the signal generator 
that Ed is fooling with. On another copy of this eae there is the caption 
"Come in, Berlin!" Taken in 1949 (best estimate) 


Li4 
Agromeck photo of 1951 Business Manager, Joel N. Heim (left) and Paul D. 
Miller, Station Manager. Taken in the 1911 Bldg. Notice the plush interéor 


decorating (bare light bulb, for instance). Notice again the wide lapels. 
Next four photos are also from the Agromeck. 


i135 

1951--Technical Manager R. W. Reed (left) and Production Manager C. E. 
Ingersoll. Board to thetr right is no longer with us. The mike is. So is the 
cloek in this studio; the clock in the other studio is gone. The chair was 
in use until 1965-66 when it completely disintegrated. Notice small size of 
monitor speaker, indicating that not too much importance was placed upon bass 
response. 


L-16 
1951--Standing (from left to right): J. H. O'Connell, R.W. Reed, Rolf 
Kaufmann. Seated: Joel N. Heim, Paul D. Miller 


L-17 
1955--Bob Bailey at the microphone. It is not possible to tell what studio 
he is in, although it is probably A Studio in the 1911 Blg@g. 


L-18 

1956--Sam Harrell, then Station Manager of WVWP. The board behind him is the 
same on shown in L-2. Record on the turntable seems to be a spot-announcement 
record. 1911 Bldg. 


L-19 
1956--Jerry Rasor, Program Director of WVWP 


L-20 
1956—Clyde Hoots, Technical Director of WWWP. It is not known whekkkex 
whether Band-Aid box in the back was put to much use ini the Tech Shop. 


Historical Photographs of WKNC 
MEDIUM PHOTOS 


M1 

Picture taken during the school year 1966-67 at the studios in the King 
Religious Center. View is a closeup of Jeff Sikes, one of the announcers, 
working the controls of the master control board in C Studio. Microphone 
in front of him is the same RCA 77-DX pictured in photo Li, and it is still 
our best microphone, despite its old age. On the wall to the left are hanging 
the licenses of the announcers, as this was the first year of FM operation. 
The Gates 10-watt transmitter is directly behind the announcer. To the right 
of the transmitter is the 7-foot rack in C (the other is in B Studio) which 
contains at this time: one of the Ampex 350's; the Magnecorder PT-6; a 
McMartin modulation monitor tuned to our frequency (88.1 mc), the bright spot 
near Jeff's shoulder is the power-on indicator light for the McMartin; a 
Mirated Air Alert needed for the Emergency Broadcast System (EBS) notification; 
a CBS Volumax (to smooth over momentary periods of high signal strength) and 
an Audimax III (to perform the automatic gain control function); a panel 
containing the old carrier current transmitter controls, AC current strength 
meter, and master power switches for the board, amplifiers, and associated 
equipment. 


M2 

Same announcer, different view. View is from behind, looking toward A 
Studio through the double-paned windows. RCA 77-DX is mounted on a swivel- 
stand uch as is used for some lights) that was formerly in B Studio. At the 
base of the Swivel-stand is a small box with the telephone light. On the top of 


the Gates console arev (from left to right): the two copy books used for material 
that the announcers read (standing announcements), the circular file used for 
45's, and the Tapecaster for use with cartridge recordings. To the right of the 
announcer is the rack used to hold all the artridges. 


M 
Picture of three staff members of the 1960-67 staff: from left to right-- 
David D. Brown, who later succeeded Don A. Grigg to the post of Station Megr., 
Bruce C, Doerle, the audio engineer, and Jeffrey P. Sikes, one of the better 


announcers. 


M-4 
1949--H. W. DuBose, Business Manager and R.L. Young, Station Manager of WVWP. 


1949--Standing in other studio, A. J. Troeleman. 8% Seated next to him, 
Paul D Miller, Production Manager (later Station Manager). 


M-o 
No information on this photo. 


M-7 
1962--Lewis Nelson, Business Manager (later Station Manager) 


M-8 
1962--George Pickering, Technical Director 


M-9 


1962--Ray McCrary, Station Manager (Photo taken in lounge of E.S. King) 


Historical Pho 


Medium Photos 
962--Tom Fatkin, Sales 
962--larry Nixon, Program Director 


954--All that is known is that Joe Fanny is Standing at the FM Tuner. 


962--Two unknown staff members on the lef; Tome Fatkin and Jim Myhre on 


HM-14 
1962--From left to right: William Haywood, Bo Foxworth, Allen Willa 
and Ramon Britt, RF Director 


left to right: Bill Powell (later Station Manaber), Wayne 
r and Personnel Director), Gil Stamper (News Director), anc 
city Director) 


left to right: (Back Row) Bill Powell, ? , Tom Fa 5 
Stamper. (Middle Row) Wayne Haynes, ? (Front Row) ? 


1964, January--Jim Massfeller in a Beatle wig. Seven-foot rack to his rear 
has had some changes in it, noticeably: the panel with the carrier-current 
transmitter switches on it shown in L-3 had individual meters and on-off buttons 
on it. This has been replaced here by a panel with individual buttons but with 
one meter. This was later modified to contain one on-off button and one X-mitter 
button that was controlled by a 12-posi 1 switch. Ampex 350 in the rack was 
later moved to B Studio. 


Historic Photographs of WKNC 


SMALL PHOTOS 


Two views of Ray McCrary (then Chief Engineer) and the Gates Dualux 
board, Ray is apparently in the process of installing the board, which places 
these pictures as late as January (semester break), 1961. The dial of the 
telephone can be seen in $1. Also located in this recess period was a slanted 
remote control panel for the Ampex 350 tape recorders. The light switch for the 
room can be seen between the windows. The placement is | odd as it seems, for 
these pictures were taken from the doorway. 


Sa 

This seems to be a temporary setup in Studio A. This was probably used in 
January of 1961 to keep the station on the air while control boards wer 
changed in C Studio. he Ampex remote control panel mentioned above can be 
seen to the right of the Dynamote. The Knight amplifier behind the panel was 
probably used for cueing. The temporary panel below the Dynamote contains 
switches for cueing, as the Dynamote has no provision for this. 


Two views of an unknown staff member at the "new" control board. 
Box to the right of Studio A window is a Telephone Light. Box below and to 
the left of same window 64) is a power control box. The master power switch 
is located here, as well as the power switches for the spare amp and the FM Tuner. 


&-6 
1955--Sam Harrell, Station Manager with unidentified staff member 
board (see L+2) in 1911 Bldg. 


S-7 


Same unidentified staff M&K&X member, this time by his lonesome. 
5! 
5's. 


ayer is for playing 4 Its purpose here is unknown. 


1955--Foreground: what is believed to be Paul Essex 
Background: what is believed to be Ronald Harrell 


